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ACTION EB-06 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 RSC-01 TRSE-00 

EUR-08 AEC-05 ISO-OO SCI-02 ACDA-05 DRC-01 /029 W 

009764 

R 161509Z OCT 74 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 3918 

CONFIDENTIAL OECD PARIS 24385 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, HU 

SUBJECT: GERMAN TANTALUM ANODES TO HUNGARY - IL 
1670 

REFS: A. COCOM DOC. (74) 1315 
B. STATE 169003 

tv IN RESPONSE TO INQUIRY REF B, GERMAN DELEGATE 
CLARIFIES THAT 4000 TANTALUM ANODES ARE TO BE EXPORTED 
TO HUNGARY. THESE ANODES ARE MADE OF TANTALUM WIRE AS 
DESCRIBED IN REF A. 
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Document Source: CORE 

Document Unique ID: 00 
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Executive Order: XI 
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Original Classification: CONFIDENTIAL 
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Original Previous Classification: n/a 
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Review Content Flags: 
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